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MORMON  TABERNACLE  CHOIR  AND  ORGAN 
Salt  Lake  City,  Utah 

This  is  the  entire  official,  world-renowned,  375-voice 
Mormon  Tabernacle  Choir  in  full  dress,  with  the 
equally  famous  organ,  located  in  the  Latter-Day 
Saints  Tabernacle  on  Temple  Square.  The  Tabernacle 
building,  which  is  200  feet  long,  150  feet  wide  and 
80  feet  high,  was  commenced  in  1863  and  completed 
in  1867,  and  seats  over  8,000. 
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